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NOTIFICATIONS BY GOVERNMENT 


— 


X — 


ENERGY DEPARTMENT 


(SERVICES ) 


RETIREMENT OF SRI C . VIJAYA KUMAR , CHIEF ELECTRICAL INSPECTOR TO GOVERNMENT 

ON ATTAINING THE AGE OF SUPERANNUATION OF 58 YEARS . 


[GO.Ms. No. 15, Energy , (Services), 8th March , 2010 .) 


Sri Chideri Vijaya Kumar, Chief Electrical Inspector to Government shall retire from service on 
30 -06 - 2010 A . N on attaining the age of superannuation of 58 yerars. 


SUTIRTHA BHATTACHARYA , 
Principal Secretary to Government. 
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